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ABANDONED BuiLpinaGs (See Buildings) 
ABERDEEN, Hone Kona: 

Restaurant Fire, Oct. 30, 1971. 4:55 
ADAPTIVE RESPONSE: 

New York Fire Department. 4:44 
Appison, N.Y.: 

Home-for-Aged Fire, Jan. 15, 1973. 5:78 
Atr-ConpITIONING SysTEM: 

Smoke Spread by. 3:16 
Arrcrart Fire: 

Sacramento, Calif., Sept. 24, 1972. 3:73 
Arrcrarr HANGARS: 

Fire Tests, High-Expansion Foam. 5:37 
ArrcraAFT-LoaDING WALKWAY: 

Fire Test. 5:36 
Arrcrart PLANT Fire: 

Huntington Beach, Calif., Sept. 8, 1972. 1:51 
AIRPORTS: 

Ground Cover to Suppress Spill Fires. 5:38 
ALarM DELAYED: 

Employee Investigated First. 5:21 

Employees Fought Fire. 1:52 

Fuse Blown on Alarm Transmission System. 4:28 

Manual System not Operated Promptly. 3:16 

Occupant Fought Fire. 3:60 

System Damaged by Fire. 5:21 
ALARMS, Fire: 

Building Alarm not Loud Enough. 4:70 

Need for Uniformity. 5:49 

Need for Unique Sound. 5:15 
ALBuQuERQUE, N.M.: 

Dwelling Fire, April 18, 1973. 5:76 
ALCOHOL: 

Factor in Smoking-in-Bed Deaths. 3:10 
ALUMINUM: 

Wiring, Devices for. 5:68 
AMMONIA: 

Explosion. 2:60 
Ammonium NITRATE: 

Consumed in Fire. 4:68 

Detonation in Warehouse Fire. 5:62 
ANpDERsON, 8.C.: 

Warehouse Fire, Feb. 4, 1973. 4:68 
APARTMENT FIRE: 

Dallas, Tex., Dec. 28, 1972. 3:59 

Decatur, Ga., June 22, 1973. 6:60 

Des Plaines, Ill., Sept. 5, 1972. 1:54 

Nr. Dunedin, Fla., April 28, 1973. 6:60 

Joliet, Ill., Feb. 1, 1973. 4:69 

Madison, Wisc., Jan. 8, 1973. 5:21 

Portland, Oreg., Dec., 16, 1972. 3:60 

Robbinsdale, Minn., April 20, 1973. 5:51 

Ventnor, N.J., Dec. 15, 1972. 4:69 
APARTMENT-FOR-ELDERLY FIRE: 

Atlanta, Ga., Nov. 30, 1972. 3:15, 73 
APARTMENTS: 

Fire Safety. 3:49; 4:128 

Garden-Type, Defined. 3:49 

Garden-Type, Regulations. 4:128 

Garden-Type, Sprinkler Performance. 3:51 

Regulations, Brookhaven, N.Y. 4:128 
Aqueous Fitm-FormineG Foam: 

Fuel Spill Fire Tests. 5:37 
Arsutus, Mp.: 

Metalworking Plant Fire, Aug. 22, 1972. 2:61 
ARCHITECTS AND BuILpErs, for: 

ICBO Requirements for High-Rise Buildings. 1:32 

1973 Revisions, No. 101, Ch. 3-9. 6:104 
ARCHITECTURE: 

Courses in Fire Safety, National Commission Recommendations. 

4:20 

Arson: 

By Children, Prevention Program. 6:17 

Dissemination of Information on, National Commission Recom- 

mendations. 4:15 

Investigator’s Tools. 4:47; 6:112 
ASPHALT: 

Liquid Oxygen Explosion. 3:12 
Arvanta, Ga.: 

Apartment-for-Elderly Fire, Nov. 30, 1972. 3:15, 73 

School Fire, Aug. 31, 1972. 1:54 
ATRIUMB: 

Fire Involving. 6:39 

Fire Spread Up. 5:51 
ATTIC: 

Undivided, Fire Spread in. 2:62; 5:76 


AUSTRALIA: 
Fire Statistics, 1972. 6:50 
AVIATION: 


Airport Fire-Fighting, National Commission Recommendations. 
4:22 
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Battimore, Mp.: 
Tank Truck Fire, Oct. 3, 1972. 2:59 
Beprorp, N.H.: 
Dwelling Fire, Nov. 24, 1972. 4:70 
BELGIUM: 
Fire Statistics, 1972. 6:50 
Bitiines, Mont.: 
Refinery, Oil, Fire, Aug. 14, 1972. 4:37 
BimonTHLy Fire Recorp. 1:51; 2:59; 3:59; 4:67; 5:75; 6:59 
BoarpinG Home Fire: 
Pleasantville, N.J., Jan. 29, 1973. 4:25 
Boat-MANUFACTURING PLANT FIRE: 
Marysville, Wash., Aug. 25, 1972. 1:52 
Bomss, Mivirary: 
Explosion in Fire. 6:59 
BonDING: 
NEC Requirements. 4:29 
Reasons for. 3:104 
Boone, Iowa: 
Supermarket Fire, Oct. 28, 1972. 2:62 
BorovGu or Nortx York, Toronto, OnT.: 
Shopping Mall Fire, Aug. 30, 1972. 2:62 
Boston, Mass.: 
Building Renovation Fire, June 17, 1972. 1:36 
Dwelling Fire, April 19, 1973. 6:62 
Fireworks Incident. 6:42 
Hotel Fire, June 17, 1972. 3:72 
Bowie, Mp.: 
Single-Family Dwelling, June 23, 1973. 6:60 
BREATHING APPARATUS: 
Ceiling. 4:109 
Corridor. 4:109 
Parking Garages. 4:51 
Research, National Commission Recommendations. 4:16 
Bripceport, MaAINeE: 
Dwelling Fire, Nov. 18, 1972. 2:60 
BRIDGEWATER, Mass.: 
Fireworks Plant Fire, March 30, 1972. 3:103 
BrisTou, Conn.: 
Store Fire, June 2, 1973. 5:76 
BRooKHAVEN, N.Y.: 
Apartment-Townhouse Regulations. 4:128 
Hydraulic Oil. 4:67 
Mineral Spirits. 4:62 
BrYAn, JOHN: 
Nominating Committee, NFPA, 1974. 5:57 
Burrato, N.Y.: 
Food Processing Plant Fire, Jan. 2, 1972. 4:35 
BuILp1InG, ABANDONED: 
Defined. 2:25 
Fires In. 2:24 
Buitpine Copes: 
City Adoption, National Commission Recommendations. 4:21 
Detection System, National Commission Recommendations. 4:21 
Enforcement, National Commission Recommendations. 4:21 
Extinguishing System, National Commission Recommendations. 
4:21 
ICBO on High-Rise. 1:32 
Their Application. 5:47 
BuiLp1nG Orriciats Or AMERICA, CONFERENCE: 
Life Safety System. 5:46 
Burtp1nG RENOVATION Fire: 
Boston, Mass., June 17, 1972. 1:35 
BuILpING-UNDER-CONSTRUCTION FIRE: 
Chicago, Ill., April 11, 1973. 4:62 
Phoenix, Ariz., Aug. 2, 1972. 1:54 
Warehouse, Montgomery, Ala., Dec. 29, 1972. 3:60 
Buk Puant Fire: 
Carteret, N.J., Oct. 25, 1972. 4:38 
Bureau or Exp.osives, AAR: 
Changes at. 5:38 
BuRLINGTON, ONT.: 
Chemical Plant Fire, Dec. 13, 1972. 3:62 
Burn TREATMENT: 
Centers, National Commission Recommendations. 4:9 
Research, National Commission Recommendations. 4:9 
Training, National Commission Recommendations. 4:9 
Butte, Monrt.: 
Department Store Fire, Feb. 29, 1972. 4:36 
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CABARET FIRE: 
Osaka, Japan, May 13, 1972. 2:66. 
CABLES: 
PVC Covering Ignited. 1:53 
CANADA: 
Fire Statistics, 1972. 6:50 
Large-Loss Fires, 1972. 4:33 
Multiple-Death Fires, 1972. 3:71 
Carson D10x1DE Systems: 
Maintenance Inspection. 5:136 
CARPETS AND RvGs: 
Corridor Fire Tests. 3:46 
Fire Spread by. 3:16 
Ignited by Arc. 2:59 
Low Flame Spread. 1:17 
Carter, T. H.: 
Director, NFPA, 1973-1976. 5:31 
CARTERET, N.J.: 
Pier, Wharf Fire, Oct. 25, 1972. 4:38 
CEILINGS: 
Fire Tests. 4:109 
CELLULOSE NITRATE: 
Spontaneous Heating. 6:61 
CEMENT PLANT Fire: 
Mojave, Calif., Sept. 29, 1972. 2:61 
CENTRIFUGE: 
Fire. 5:78 
CHARCOAL: 
Spontaneous Ignition. 4:70 
SHEMICAL INDUSTRY: 
Loss Prevention Symposium. 5:135 
"HEMICAL PLANT FIRE: 
Ammonium Nitrate, Nr. Pryor, Okla., Jan. 17, 1973. 5:62 
Nitric Acid, Tunis, N.C., Oct. 11, 1972. 2:60 
Rahway, N.J., March 7, 1973. 5:78 
Siloxane, Sisterville, W. Va., Jan. 16, 1973. 4:67 
Sulfur, Burlington, Ont., Dec. 13, 1972. 3:62 
SHEMISTRY LABORATORIES: 
A New Standard. 2:39 
‘HICcAGO, ILL.: 
Building-Under-Construction Fire, April 11, 1973. 4:62 
High-Rise Building Fire, Nov. 15, 1972. 2:9 
Ink Plant Fire, May 27, 1973. 5:8 
‘HILD CARE CENTERS: 
NFPA No. 101 Provisions, National Commission Recommend- 
ations. 4:118 
‘HILDREN: 
Arson Prevention Program for. 6:17 
Teaching Fire Safety to. 2:52 
“HILDREN AND MATCHES: 
Fabric Ignitions, Survey. 2:106 
Losses, 1972. 5:24 
‘HINA LAKE, CALIF.: 
AFFF Fire Tests. 5:37 
Aviation Fuel Fire Tests. 5:37 
SHRISTMAS TREE: 
Fire. 3:59 
‘HURCH FrRe: 
Williamsport, Pa., Dec. 5, 1972. 3:59 
‘HURCHES: 
Losses, 1972. 5:24 
SHUTE, Escape: 
Used in Fire. 2:69 
‘IGARETTE LiGuTeER (See Lighter) 
“LEVELAND, OHIO: 
Vacant and Idle Building Fire, Feb. 23, 1973. 4:69 
“LINTON, Mo.: 
Store Fire, Dec. 9, 1972. 3:60 
‘LOTHING (See Also Fabrics, Textiles): 
Ignition by Matches, Lighters, Survey of. 2:107 
“LOTHING FIRE: 
Boston, Mass., April 19, 1973. 6:62 
Jackson, Miss., May 3, 1973. 6:62 
Sarasota, Fla., June 30, 1973. 6:62 
Tualatin, Oreg., April 15, 1973. 6:62 
V.A. Hospital Experience. 1:17 
‘LOTHING, FireE-RETARDANT: 
Nomex. 1:17 
Use in V.A. Hospitals. 1:17 
“LUB Fire: 
Nightclub, Rosemont, Ill., April 2, 1973. 6:41 
Nightclub, Montreal, P.Q., Sept. 1, 1972. 1:6; 3:73 
Cuiuss, Ciry, Frre: 
New Orleans, La., Nov. 29, 1972. 3:6 
CoLumsBvus, Oun10: 
Fairgrounds Fire, Oct. 10, 1972. 4:38 
COMBUSTION: 


Dynamics of, Research, National Commission Recommendations. 


4:19 


Research, National Commission Recommendations. 4:18 
Standards for, National Commission Recommendations. 4:19 
ComMBUSTION, PRODUCTS OF: 
Assessing Toxicity of. 5:43 
Hazards Eliminated. 5:43 
Invisible, Fire Tests. 5:44 
COMPUTERS: 
Halon 1301 Installation. 5:134 
CONCEALED SPACE: 
Fire Spread Through. 3:59 
Wall, Fire Spread in. 3:60 
CONFERENCE OF AMERICAN BUILDING OFFICIALS: 
NFPA Invited to Participate. 2:44 
Conneaut, Onto: 
Plastic Products-Mfg. Plant Fire, Dec. 3, 1972. 3:62 
ConsuUMER: 
Safety for. 5:49 
Safety, Who’s Responsible. 5:5 
ConsuMER Propuct Sarety Act or 1972: 
Described. 2:32 
Summarized. 1:46 
ConsuMER Propuct Sarety CoMMISSION: 
Combustible Hazards, National Commission Recommendations. 
4:18 
Fabric Flammability, National Commission Recommendations. 
4:18 
Functions. 2:32 
Ignition Sources, National Commission Recommendations. 4:20 
Responsibilities. 5:7 
Conveyor BELT: 
Fire Spread by. 3:61 
CorRIDoRs: 
California Test Project. 4:109 
Corva.iis, ORE.: 
Dwelling Fire, Jan. 25, 1973. 4:70 
Corton: 
Railroad Transit. 5:39 
Curtains, STAGE: 
Ignited by Short Circuit. 2:59 
CyYLinpEers, ALUMINUM: 
Carbon Dioxide Extinguishers: 5:45 
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Dauuas, Tex.: 
Apartment Fire, Dec. 28, 1972. 3:59, 60 
Dana, MARGARET: 
Director, NFPA, 1973-1976. 5:31 
Data: 
Fire Department Management by. 5:43 
Data-Processinc CENTER Fire: 
Hawthorne, N.Y., Sept. 10, 1972. 2:61 
Decatur, Ga.: 
Apartment Building Fire, June 22, 1973. 6:60 
DEFINITIONS: 
Abandoned Building. 2:25 
Fire Death. 3:10 
Fire Safety Effectiveness. 4:19 
Fire Terms, NFPA to Sponsor Committee. 5:60 
Garden-Style Apartments. 3:49 
High-Rise Buildings. 1:32; 3:112 
Townhouses. 3:50 
DENMARK: 
Fire Statistics, 1972. 6:50 
DEPARTMENT SroreE Fire: 
Butte, Mont. Feb. 29, 1972. 4:36 
Des Puaines, ILu.: 
Apartment Fire, Sept. 5, 1972. 1:54 
DereEcTIoNn SysTEM: 
Testing. 5:33 
Detection System, Heat, SATISFACTORY PERFORMANCE. 3:69; 4:28; 
5:75, 77 
Derection System, Heat, UNSATISFACTORY PERFORMANCE: 
Fire Alarm Batteries Dead. 4:28 
Unknown Reason. 5:78 
Detection System, [1on1zaTIOon TYPE: 
Air Conditioning Duct Use. 2:65 
Detection System, SMOKE, UNSATISFACTORY PERFORMANCE: 
Did Not Function. 4:41 
Fire in Wall, Delayed Detection. 5:76 
Turned Off. 6:41 
Detection Systems: 
Designing for Hospital. 2:65 
Home, Key to Improved Life Safety. 1:55 
DETECTORS: 
Early-Warning in Homes, National Commission Recommend- 
ations. 4:117 





Housing for Elderly, National Commission Recommendations. 
4:119 
Insurance Incentive for Homes, National Commission Recom- 
mendations. 4:117 
Rural Dwellings, National Commission Recommendations. 4:23 
Tax Incentive for Homes, National Commission Recommend- 
ations. 4:117 
Derecrors, FLAME: 
Described. 1:55 
Derecrors, Heat: 
Described. 1:55 
Derecrors, Heat, SATISFACTORY PERFORMANCE. 2:11, 61 
Derecrors, Heat, UNSATISFACTORY PERFORMANCE: 
Substandard Installation. 6:5 
Derecrors, SMOKE: 
Described. 1:55 
Fire Detected by. 4:70 
Hospital! Tests. 5:49 
Derecrors, SMOKE, SATISFACTORY PERFORMANCE. 2:59, 62 
Derecrtors, SMOKE, UNSATISFACTORY PERFORMANCE: 
Shut Off. 2:62 
Derrorrt, Micu. 
Metalworking Plant Fire, Oct. 6. 1972. 2:60 
Doors: 
Wood, Fire Resistance. 1:42 
Wood, Sprinkler Protection for. 1:42 
Doors, ELEVATOR: 
Open, Smoke Spread Through. 3:16 
Doors, Fire: 
Held Open by Fusible Links, Fire, Smoke Passed. 4:32 
Doors, Room: 
Panel, Fire Burned Through. 3:9 
Solid Core, Fire Penetrated. 3:16 
Druvcs: 
Fire Set to Abet Theft. 3:59 
Dry CHEMICAL: 
Carbamic Powder, Comparison Test. 1:85 
Comparisons. 1:85 
Potassium Bicarbonate, Comparison Tests. 1:87 
Potassium Chloride, Comparison Tests. 1:87 
Structure-Capability Correlating. 5:45 
Dry CHEMICAL ExtTINGUISHING SysTEM, SATISFACTORY PERFORMANCE. 
5:77 
Dry Cuemicat System, UNSATISFACTORY PERFORMANCE: 
Fire Spread by Naphtha Spill. 5:13 
Duct, Exuavust: 
Fire Spread Through. 1:52, 53, 54 
Paint Residue in. 2:61 
Terminated at Ceiling. 1:89 
Dunepin (NEAR), Fua.: 
Apartment Building Fire, April 28, 1973. 6:60 
Dust: 
Metal Alloy Explosion. 4:67 
Paper, Spread Fire. 5:78 
Pecan, Fire Spread by. 1:53 
Wood, Ignited by Friction Heat. 6:62 
Dust Exp.osion: 
Cotton. 1:52 
Flour. 4:35 
Metal Alloy. 4:67 
Sulfur. 3:62 
Wood. 1:53 
DweELLine Fire: 
Albuquerque, N.M., April 18, 1973. 5:76 
Bedford, N.H., Nov. 24, 1972. 4:70 
Boston, Mass., April 19, 1973. 6:62 
Bowie, Md., June 23, 1973. 6:60 
Bridgeport, Maine, Nov. 18, 1972. 2:60 
Corvallis, Ore., Jan. 25, 1973. 4:70 
Indianapolis, Ind., Dec. 25, 1972. 3:60 
Los Angeles, Calif., Dec. 25, 1972. 3:60 
Market, Va., April 1, 1973. 5:75 
Pawtucket, R.I., Nov. 16, 1972. 2:20 
West Chester, Pa., Feb. 23, 1973. 6:5 
DwELLINGs: 
Detection System, National Commission Recommendations. 4:21 
Early Warning Detectors, National Commission Recommenda- 
tions. 4:117 
Extinguishing Systems, National CommissionRecommendations. 
4:117 
Fire Detection for. 1:56 
Insurance Incentive for Detectors, National Commission Recom- 
mendations. 4:117 
Losses, 1972. 5:25 
Operation Edith, National Commission Recommendations. 4:117 
Rural, Detectors for, National Commission Recommendations. 4:23 
Structural Considerations. 5:48 


Tax Incentive for Detectors, National Commission Recommend- 
ations. 4:117 
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East Cuicaco, Inp.: 
School Fire, March 30, 1973. 5:75 
East Provipence, R.I.: 
Nursing Home Fire, Oct. 29, 1972. 2:59 
East Sr. Louis, It.: 
Railroad Rolling Stock Fire. Jan. 22, 1972. 4:35 
EDITORIAL: 
Needed: Private Protection for Public Property. 5:2 
Pinpointing the Fire Problem with a Brush: 1:5 
Some Reassurance for Mr. Rosenfield. 2:5 
Students Against Fire. 6:3 
The National Commission’s Report. 4:5 
We Can Live Safely with That. 3:5 
EpvucaTion, Fire PREVENTION: 
Courses for Teachers, National Commission Recommendations. 
4:115 
Forest, Grassland, National Commission Recommendations. 4:114 
Forest, State Laws, National Commission Recommendations. 4:114 
Part of School Accreditation Standard, National Commission 
Recommendations. 4:115 
Prerequisite for Teaching Certificate, National Commission 
Recommendations. 4:115 
Public Service Advertising, National Commission Recommenda- 
tions. 4:116 
School Program Evaluation, National Commission Recommenda- 
tions. 4:115 
Special Packets by Occupancy, National Commission Recom- 
mendations. 4:116 
EpucaTIon, Fire Sarety: 
Architecture Courses, National Commission Recommendations. 
4:20 
Engineering Courses, National Commission Recommendations. 
4:20 
Ex Montes, Catir.: 
Swimming Pool Equipment-Mfg. Fire, April 10, 1973. 5:77 
ELDERLY: 
High-Rise Housing for. 5:53 
Recognition of Needs in Standards, National Commission Recom- 
mendations. 4:119 
ELectric-GENERATING PLANT FIRE: 
Playa Del Rey, Calif., March 15, 1972. 4:36 
ELEcTRICAL EQUIPMENT: 
Checking Hospitals. 5:41 
Intrinsically Safe. 5:45 
EvectTRicaL EQUIPMENT FIRE: 
Circuit Breaker. 2:61 
Electrostatic Spraying. 1:51 
Fluorescent Light Ballast. 2:30 
Infrared Heating Element. 1:53 
Lamp Cord. 2:59, 62 
Mercury Lamp. 1:51 
Mold Heater, Wiring Short Circuit. 3:62 
Motor, Overheated. 4:67 
Panelboard. 1:54 
Stapling Gun. 1:54 
Testing Equipment. 6:60 
ELECTRICAL EQUIPMENT-MANUFACTURING PLANT FIRE: 
Heat Exchangers, South Portland, Me., Jan. 22, 1973. 4:68 
Magnetic Cores, Newport Beach, Calif., Sept. 25, 1972. 2:62 
Philadelphia, Pa., Aug. 15, 1972. 1:52 
Pittsburgh, Pa., June 10, 1973. 6:61 
ELEctTRICAL Fires: 
Joint Investigation of. 2:29 
Losses, 1972. 5:24 
EvLectrRicaL Wir1nG (See Also Wiring): 
Aluminum, Devices for. 5:68 
Contact with Scaffold Cable. 2:61 
Fire Cause. 1:53 
Fire Caused When Wires Fell on Car. 2:59 
Fires Caused by. 2:30 
Fuse Shunted, Five Dead. 5:75 
Overloaded. 2:62 
Panelboard Are. 5:78 
Short Circuit in Wall. 5:76 
Wall Receptacle and Steel Wool. 2:60 
Wall Receptacle, Short Circuit. 2:60 
Water in Conduit. 2:61 
ELECTRODES, GROUNDING: 
Functions and Problems. 6:53 
ELEVATORS: 
Door Open at Fire Floor, Fatality. 3:16 
Fatal Shaft Fire. 4:62 
Stopped at Fire Floor. 5:22 
Victims Trapped in. 3:9 
Emporia, VA.: 
Textile-Finishing Plant Fire, July 20, 1972. 1:53 
ENGINEERING: 
Courses in Fire Safety, National Commission Recommendations. 
4:20 
Exuzsit, Fire Sarery: 
NFPA, Second Annual. 3:25 





Exits: 
California Corridor Test. 4:109 
Exrrs, SUBSTANDARD: 
Door Locked. 3:68 
Inadequate, Victims Trapped. 1:7 
Locked, Fatal Fire. 1:7 
Open Stairway. 2:69 
Sign and Door Blocked from View. 2:69 
EXPLosion: 
Ammonia. 2:60 
Ammonium Nitrate. 5:64 
Black Powder. 6:44 
Coke Gas. 3:74 
Cotton Dust. 1:52 
Fireworks. 3:103 
Flammable Coating. 2:62 
Flour Dust. 4:35 
Metal Alloy. 4:67 
Naphtha. 3:61; 5:9, 13 
Natural Gas. 1:54; 3:60; 4:36 
Oxygen-Asphalt. 3:12 
Petroleum Vapors. 3:103 
Propylene. 4:35 
Refrigerator. 2:63 
Sulfur Dust. 3:62 
Uncontrolled Chemical Reaction. 4:67 
Wood Dust. 1:53 
EXPLOSIVES: 
Box Car of Bombs. 3:62 
Exposure Fires: 
Buildings 50 Feet Away Ignited. 4:36 
Wood-Shingle Roof Mile Away Ignited. 4:38 
EXTINGUISHERS, CARBON DIOXIDE: 
Aluminum. 5:45 
EXTINGUISHERS, CARBON D10x1pB, SATISFACTORY PERFORMANCE, 1:51 
EXTINGUISHERS, Dry CHEMICAL, UNSATISFACTORY PERFORMANCE: 
Fire Too Advanced. 2:61 
EXxtTINGvUISHERS, Haton 1211: 
Advantages. 5:46 
Use of. 6:14 
EXTINGUISHERS, Sopa-Acip, UNSATISFACTORY PERFORMANCE: 
Fire Too Advanced. 2:61 


Fasrics (See Also Clothing): 
Flammability Study, National Commission Recommendations. 


4:18 
FAIRGROUNDS FIRE: 
Columbus, Ohio, Oct. 10, 1972. 4:38 
FATALITIES: 
Asphyxiation. 1:21; 3:60, 69 
Burns. 3:69 
Butane Fire Burns. 4:38 
Carbon Monoxide. 2:20; 3:20 
Clothing Fire. 6:62 
Clothing Ignited While Lighting Stove. 5:76 
Explosion. 3:61 
Fell Asleep While Smoking. 6:60 
Fire Fighter Trapped, Fell Four Stories. 4:69 
Fire Fighters, Building Collapse. 1:35 
Fire Fighters, Explosion. 5:13 
Fireworks. 6:42 
Gas Explosion. 1:54; 3:20; 4:38 
Gasoline to Clean Floor. 6:62 
LP-Gas Explosion. 4:68 
Restaurant Fire. 5:133 
Shell Primer in Trash Fire. 5:75 
Smoking in Bed. 6:62 
Trapped in Apartment Fire. 5:56 
Trapped in Building, Jumped. 3:8 
Trapped in Burning Building. 1:6 
Trapped in Dwelling. 6:7; 5:75 
Trapped in Elevator. 3:9, 20 
Trapped in Flammable Liquid Fire. 4:62 
Trapped in Home-For-Aged. 5:78 
Trapped in Nursing Home Fire. 3:69 
Trapped in Recreational Vehicle. 5:78 
Trapped in Residential Care Facility. 5:22 
Trapped in Restaurant. 4:55 
Trends. 2:50 
United States, 1972. 5:23 
FEDERAL RAILROAD ADMINISTRATION: 
Recent Developments. 5:38 
Fee, Franx J., Jr.: 
First Vice Chairman, NFPA Board, 1973-1974. 5:31 
FEMALES: 
Fire Service Duties, National Commission Recommendations. 4:11 
FIBERBOARD, COMBUSTIBLE: 
Ignition by Electric Wire Fault. 6:62 


FINLAND: 
Fire Statistics, 1972. 6:50 
Frre ALARM Systems: 
Housing for Elderly, National Commission Recommendations. 
4:119 
Fire Causes: 
Editorial. 1:5 
United States, 1972. 5:24 
Fire Deatu: 
Defined. 3:10 
Fire DEPARTMENT OPERATIONS: 
Applying Systems Management Techniques. 2:74 
No Response Outside City Limits. 5:77 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Fire Outside City Limits. 6:60 
Gasoline Line Broken. 1:51 
Height of Building Prevented Rescue. 3:8 
Hot Weather. 1:54 
Parked Cars. 3:20 
Poor Water Supply. 2:62 
Stench of Cattle Carcasses. 1:52 
350-Mile Run. 1:51 
Fire DEPARTMENT TRAINING: 
Rack Storage Fires. 6:19 
Fire DEPARTMENTS: 
Adaptive Response. 4:44 
Equipment, Training Grants, National Commission Recommend- 
ations. 4:12 
Federal Aid for Training, National Commission Recommendations. 
4:14 
Fire Fighter's Equipment, National Commission Recommend- 
ations. 4:15 
Fire Prevention Neglected. 5:27 
Fireground Safety. 5:43 
Hiring of Experts, National Commission Recommendations. 4:13 
Improving Deployment of Resources. 4:42 
Management by Data. 5:43 
Manpower Studies, National Commission Recommendations. 4:13 
Master Plan, National Commission Recommendations. 4:11 
Minority Employment, National Commission Recommendations. 
4:14 
Planning for High-Rise Fire. 2:12 
Problem of Providing Adequate Public Fire Services (Panel). 5:42 
Regional, National Commission Recommendations. 4:11 
Regionalization. 5:43 
Standardization of Terms, National Commission Recommend- 
ations. 4:16 
Tactical Aids. 5:43 
Transportation Hazards, National Commission Recommendations. 
4:21 
Fire Derection INsTITUTE: 
Meeting on Financial Needs. 5:59 
Fire District: 
Use in North Central Region Cities. 1:28 
Frre Dritis: 
Hospital. 2:111 
Substandard. 4:32 
Fire Escape: 
Unique Design. 2:112 
Frere Fataities: 
A Study. 5:50 
Fire FicHTers: 
Equipment Needs, National Commission Recommendations. 4:15 
Fire Hazarp: 
Plastics, Assessing. 2:34 
Frre 1n Print: 
Chemistry and Uses of Fire Retardants. 5:81 
Fire — an International Report. 5:81 
Fire and Buildings. 6:106 
Fire Retardant Formulations Handbook. 5:80 
Fire Safety in Buildings. 5:80 
Guide for Safety in the Chemical Laboratory. 5:81 
Hazardous Materials Handbook. 6:107 
Hazards in the Chemical Laboratory. 6:107 
New Fire Extinguishing Compounds, 1972. 6:107 
Plastics and Fire — Involving Conductor Insulation, Covering, 
and Conduit. 6:106 
Techniques of Fire Hydraulics. 6:107 
Fire JouRNAL: 
Covers, 1972. 2:112 
Statement of Ownership. 1:88 
Fire Losses: 
Effects of Inflation. 2:50 
Trends. 2:50 
Fire MarsHas AssociaTIOn oF NorTH AMERICA: 
Annual Meeting, 1972. 5:33 
Fire MarsHAts on Duty: 
Arson Evidence Package. 4:47 
Howard Boyd's National Commission Address. 5:27 
Fire PREVENTION: 
Fire Department Neglect. 5:27 
Hydraulics for. 2:13 





National Commission Recommendations. 4:10 
National Commission's Position. 5:32 
Small Communities. 6:16 
Teaching Children. 2:52 
Fire PREVENTION Copes: 
City Adoption, National Commission Recommendations. 4:21 
Enforcement, National Commission Recommendations. 4:21 
Fire Prevention EpucaTion: 
Child Put To Good Use. 2:20 
Fire Prosiem: 
A Congressman Looks at. 5:31 
Frre Protection: 
Inadequacy of Information Sources. 5:47 
Information Systems. 6:9 
Measuring Effectiveness. 6:9 
Fire Protection ENGINEER: 
Mechanical Engineer's View. 5:47 
Fire Protection ENGINEERING: 
Brazil. 5:47 
Career Opportunities. 1:25 
Common Market Countries. 2:111 
Human Factors in. 5:35 
Fire Sarety EFrecrivENess: 
Defined. 4:19 


Federal Construction, National Commission Recommendations. 


4:20 
Frre Service Programs: 


Federal Assistance, National Commission Recommendations. 


4:122 
Fine Tests: 
Aircraft Loading Walkway. 5:36 
Aqueous Film-Forming Foam. 5:37 
Corridors. 3:41; 6:66 
Foam on Oil Tanks. 5:45 
Furniture. 5:44 
Ground Cover and Fuel Spill. 5:38 
Halon 1211. 6:14 
Halon 1301. 5:46 
Hangar, High Expansion Foam in. 5:37 
Henry Grady Hotel. 5:33, 42 
Invisible Combustion Products. 5:44 
On-Off Sprinklers. 1:14 
Plastic Wall Insulation. 6:24 
Pressurized Stair, Elevator Shafts. 5:33 
Rigid Cellular Plastic Insulation. 5:36 
Smoke Detection in Hospital Room. 5:49 
Sprinklers for Doors. 1:42 
Stored Plastics. 5:44 
30-Foot Rack Storage. 6:20 
Fire Waste: 
Are We Winning the War? 2:50 
Fires AnD Fire Losses, CLAsstrizpD: 
1972. 5:23 
Frreworks: 
Fatal Accident. 6:42 
Hazards of. 6:42 
Frreworks Puant Fire: 
Bridgewater, Mass., March 30, 1972. 3:103 
Orland Park, Ill., March 6, 1972. 3:103 
Roswell, N.M., July 11, 1972. 3:103 
FLAMMABLE Liqumps: 
Refrigerator Storage. 2:63 
FLAMMABLE, COMBUSTIBLE Liqui1pD Fire: 
Antifreeze. 6:62 
Gasoline. 5:78, 133; 6:62 
Hot Animal Grease. 1:52 
Hydraulic Oil. 2:60 
Naphtha. 3:61; 5:9, 13 
Oil on Roof. 1:53 
Paint Remover. 2:60; 5:77 
Spray Coating. 2:62 
Toluene. 5:78 
Fioors: 
Grease-Soaked, Fire Spread by. 1:52 
Fiovur: 
Dust Explosion. 4:35 
Foam, FLuoRoPpROTEIN: 
Oil Tank Tests. 5:45 
Foam, High Expansion: 
Effective on Highway Bridge Fire. 2:59 
Hangar Fire Tests. 5:37 
Foam, High Expansion, System: 
Maintenance. 2:41 
Foam, Protein: 
Oil Tank Tests. 5:45 
Foam, Protein, System: 
Maintenance. 2:41 
Foop-PackinG PLANT Fire: 
Meat Packing, Wyndham, N.T., Australia, Aug. 31, 1972. 1:51 
Foop-ProcessinG PLANT Fire: 
Flour, Buffalo, N.Y., Jan. 2, 1972. 4:35 
Meat Packing, La Platte, Nebr., Aug. 19, 1972. 1:52 
Pecans, Valdosta, Ga., Aug. 14, 1972. 1:53 


Forests: 
Fire Prevention, National Commission Recommendations. 4:114 
Fuel Buildup, National Commission Recommendations. 4:114 
National Fire Weather Service, National Commission Recommend- 
ations. 4:114 
State Fire Laws, Enforcement, National Commission Recommend- 
ations. 4:114 
Fort LAUDERDALE, F.a.: 
Restaurant Fire, Oct. 14, 1972. 2:59 
Fort Wortu, Tex.: 
Metal Products Plant Fire, Nov. 22, 1972. 2:60 
FRANCE: 
Fire Statistics, 1972. 6:50 
Fue. Loan: 
National Bureau of Standards Study, National Commission 
Recommendations. 4:18 
FURNITURE: 
Fire Tests. 5:44 
FURNITURE PLANT FIRE: 
Cabinets, Lubbock, Tex., June 7, 1972. 1:54 
Refinishing, Oklahoma City, Okla., April 4, 1973. 5:77 
FusrsLe Links: 
Doors Held Open by, Fire Passed. 4:32 


GAAP: 
Purpose. 5:19 
GALVEsTON, TEX.: 
Ship Fire, Feb..1, 1972. 3:103 
GARAGES, PARKING: 
Building Code Requirements. 4:51 
Fire Tests. 4:51 
Survey of Fire Experience, United States and Canada. 4:51 
Gas Fires AND ExPLosions: 
Ammonia. 2:60 
Butane. 4:37 
Coke. 3:74 
LP-Gas. 4:68 
LP-Gas Cylinder Rupture. 4:68 
Natural. 1:54; 3:60; 4:36, 38 
Natural Gas Meter Struck by Car. 4:69 
Propane. 4:67 
GasKET-MANUFACTURING PLANT FIRE: 
Philadelphia, Pa., Sept. 19, 1972. 2:61 
Gastonia, N.C.: 
Textile-Finishing Plant Fire, July 30, 1972. 1:53 
Guass, Davp E.: 
Director, NFPA, 1973-1976. 5:31 
Guass FIBer: 
Plastic Reinforcement. 6:112 
Gusnview, ILL.: 
Metalworking Plant Fire, Feb. 15, 1973. 5:78 
Guovs Box: 
Halon 1301 Protection. 2:70 
Gontc, N.H.: 
Wookworking Plant Fire, April 18, 1973. 6:62 
Great Britain: 
Parking Garage Fire Tests. 4:51 
GREECE: 
Fire Statistics, 1972. 6:50 
GREENVILLE, MiIss.: 
Paper Products Plant Fire, Feb. 9, 1973. 4:67 
Grounp Cover: 
Fuel Spill Control. 5:38 
GROUNDING: 
Effect of Plastic Pipe. 6:111 
NEC Requirements. 4:29 
Rules and Reasons for. 3:104 
Guarp (WATCHMAN), UNSATISFACTORY PERFORMANCE: 
Fought Fire, Did Not Alert Occupants. 2:69 


H 


Haton 1211: 
Advantages in Portable Extinguishers. 5:46 
Areas of Effectiveness. 6:14 
Haton 1301: 
Fire Tests. 5:46; 6:35 
Racing Car Protection. 2:17 
Haton 1301 Extineuisuine Systems: 
Computer Installation. 5:134 
Glove Box Protection. 2:70 
Systems Engineering Approach. 2:70 





HANDICAPPED PERSONS: 
Recognition of Needs in Standards, National Commission Recom- 
mendations. 4:119 
Hartrorp, Wisc.: 
Warehouse Fire, Photo Equipment, June 19, 1973. 6:60 
Hawrnorne, N. Y.: 
Data-Processing Center Fire, Sept. 10, 1972. 2:61 
Hazarpovus MATERIALS: 
Accident Reports, National Commission Recommendations. 4:21 
Fire Dept., Education, National Commission Recommendations. 
4:21 
Identification, National Commission Recommendations. 4:21 
OHM Function. 5:32 
Transportation Regulations, National Commission Recomend- 
ations. 4:22 
HEATING-AND-CooKING EquiPpMENT Fire: 
Deep Fat Fryer, Gas. 2:59 
Gas Range, Pilot Out. 1:89 
Kerosine Used on Wood Stove Fire. 5:76 
HEIme.Bere, Pa.: 
Plastic Products-Manufacturing Plant Fire, April 22, 1973. 5:77 
HELICOPTERS: 
Unable to Approach High Building for Rescue. 3:8 
Used for Rescue from Building. 3:9 
Henry Gravy Horev: 
Fire Tests in. 5:33 
Hicksvitxe, N.Y.: 
Warehouse Fire, Feb. 10, 1973. 4:68 
Hiex-Rise Burwpine: 
Defined. 1:32 
ICBO Requirements. 1:32 
Hien-Rise Buitpines: 
Defenses. 5:41 
Defined. 3:112 
Detection, Extinguishing Systems, National Commission Recom- 
mendations. 4:21 
Elderly Housing, Fire Safety for. 5:53 
Fatal Fire in. 3:6; 4:62 
Fire. 2:9; 3:59 
Fire Gas Ventilation in. 5:42 
Fire Losses. 5:41 
NFPA Should Promote Sprinklers. 6:111 
Rochester, Minn., Regulations. 4:128 
Rochester, N.Y., Regulations. 3:111 
HomeE-For-AGED: 
Combustibles in, National Commission Recommendations. 4:119 
Fire Alarm Systems, National Commission Recommendations. 
4:119 
Inspection, National Commission Recommendations. 4:119 
Review of Regulations, National Commission Recommendations. 
4:119 
Sprinklers, Detectors, National Commission Recommendations. 
4:119 
Home-For-AGEp Fire: 
Addison, N.Y., Jan. 15, 1973. 5:78 
Atlanta, Ga., Nov. 30, 1972. 3:15 
Kearney, Neb., Nov. 27, 1972. 3:71 
Lincoln Heights, Ohio, Jan. 26, 1972. 3:71 
Pleasantville, N.J., Jan. 29, 1973. 4:25 
Rosecrans, Wisc., April 4, 1972. 3:71 
Homes-For-Acep (See also Nursing Homes) 5:24 
Hosprrau Fire: 
Garage, Boiler Room, McKeesport, Pa. Jan. 7, 1972. 4:38 
Mental Hospital, Sherborne, England, July 4, 5, 1972. 1:21 
Hospira.s: 
Burn Centers, Units, National Commission Recommendations. 
4:9 
Burn Treatment Training, National Commission Recommend- 
ations. 4:9 
Checking for Electrical Safety in. 5:41 
Designing Fire Detection System. 2:65 
Losses, 1972. 5:24 
Realistic Fire Drills. 2:111 
Smoke Detection. 5:49 
Staff Poorly Trained. 1:24 
V.A., Fire Fatalities in. 1:16 
Hore. Fire: 
Boston, Mass., June 17, 1972. 3:72 
Rosemont, Ill., April 2, 1973. 6:39 
Tyrone, Pa., Jan. 16, 1972. 3:73 
Hore: (Resort) Fire: 
Mount McKinley National Park, Alaska, Sept. 3, 1972. 4:41 
Hore.s: 
Losses, 1972. 5:25 
Pressurized Stairway Fire Test. 5:42 
Hovusine ror ELDERLY: 
Detectors, National Commission Recommendations. 4:119 
Fire Alarm Systems, National Commission Recommendations. 
4:119 
High-Rise Fire Safety. 5:53 
Sprinklers, National Commission Recommendations. 4:119 


Hvueuson, Cauir.: 

Railroad Rolling-Stock Fire, Dec. 16, 1972. 3:62 
Huntinctron Beacn, CAtir.: 

Aircraft Plant Fire, Sept. 8, 1972. 1:51 
Hutcuinson, Kans.: 

Truck Fire, Dec. 2, 1972. 3:62 
Hypravuic Fiuip: 

Fire. 1:52 
Hypravutic Om: 

Hose Came Loose. 2:60 

Hose Ruptured. 4:67 
HypRAUvLics: 

For Fire Protection. 2:13 
HyproGEen CHLORIDE: 

From PVC. 2:112 


ICBO: 
High-Rise Building Requirements. 1:32 
IGNITION: 
Injury Course in, National Commission Recommendations. 4:20 
Research, National Commission Recommendations. 4:18 
IncenpD1ARY (Suspicious) Frres. 1:6; 2:9; 4:26, 36, 38, 68; 5:24, 75, 
76, 77, 133 
Restaurant Record. 1:89 
To Abet Drug Theft. 3:59 
Vacant and Idle Building, Providence, R.I., June 4, 1973. 6:59 
INDIANAPOLIS, IND.: 
Dwelling Fire, Dec. 25, 1972. 3:60 
INDUSTRIAL FIRE PROTECTION: 
Annual Meeting, 1973. 5:34 
Industrial Fire Protection in the 1970's. 5:35 
INDUSTRIAL Lirt TRUCK: 
LP-Gas, Fire Cause. 4:68 
INDUSTRIAL TRUCE: 
Possible Fire Cause. 5:66 
INFLATION: 
Effects on Fire Losses. 2:50 
Ink Puant Fire: 
Chicago, Ill., May 27, 1973. 5:8 
Philadelphia, Pa., June 12, 1973. 5:11 
INSPECTIONS: 
Home, National Commission Recommendations. 4:117 
INSULATION, MAGNESIUM OXYCHLORIDE: 
Advantages on Steel. 5:45 
INSULATION, POLYURETHANE: 
Sprayed on, Ignited by Short Circuit. 2:60 
INTERIOR FinisH, FIBERBOARD: 
Fire Spread by. 3:69 
INTERIOR Finisu, PLywoop: 
Fire Spread by. 4:32 
INTERIOR FinisuH, Woop: 
Fire Spread Over. 3:9 
INTERNATIONAL Fauts, MINN.: 
Woodworking Plant Fire, July 15, 1972. 1:53 
INTERNATIONAL Fire Statistics: 
Losses, 1972. 6:50 
INTERNATIONAL STANDARDS ORGANIZATION: 
Committee on Fire Fighting Equipment, NFPA to Observe. 2:47 
INVESTIGATION, FIRE: 
Proper Steps. 5:48 
INVESTIGATORS, FIRE: 
Investigation of Fire with Electrical Inspectors. 2:29 
ITay: 
Fire Statistics, 1972. 6:50 


Jackson, Miss.: 
Restaurant Fire, May 3, 1973. 6:62 
JAPAN: 
Fire Statistics, 1972. 6:50 
Parking Garage Fire Tests. 4:51 
Joun Hancock Center, CHIcaco: 
Fire, 1973. 2:9 
Jounson, Josepn E.: 
Treasurer, NFPA Board, 1973-1974. 5:31 
Jornt Councit or NaTIONAL Fire Service ORGANIZATIONS: 
Fire Fighter Equipment Study, National Commission Recom- 
mendations, 4:16 
Jouret, Iut.: 
Apartment Fire, Feb. 1, 1973. 4:69 
JOLIETTE, QUEBEC: 
Warehouse Fire, May 29, 1972. 4:36 
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Kauin1, Hawa: 

School Fire, August 23, 1972. 4:38 
Kearney, NEB.: 

Nursing Home Fire, Nov. 27, 1972. 3:64, 71 
Kettoae, IpaHo: 

Mine Fire, May 2, 1972. 3:71 
KERRVILLE, Tex.: 

Gasoline Service Station Fire, Dec. 21, 1972. 3:60 
KiLumety, Conn.: 

Warehouse Fire, Feb. 23, 1973. 4:68 
Kiosk, Onrt.: 

Woodworking Plant Fire, July 14, 1973. 6:61 
Krrmart, B.C.: 

Paper-Products Plant Fire, July 1, 1972. 1:53 


La Mrrapa, CALir.: 

Plastics Products-Manufacturing Fire, Mar. 19, 1973. 5:77 
La Puarte, Nes.: 

Food-Processing Plant Fire, Aug. 19, 1972. 1:52 
Lams, Paut C.: 

NFPA Honorary Life Membership. 5:30 
Larepo, Tex.: 

Warehouse Fire, May 29, 1973. 6:61 
Laree-Loss Fires, U.S., CANADA: 

1972. 4:33 
Larce-Loss-or-Lire Fires (10 or More Deaths): 

Aberdeen, Hong Kong (Restaurant) ($4). 4:55 

Atlanta, Ga. (Apartment for Elderly) (10). 3:15, 73 

Galveston, Tex. (Ship) ($9). 3:103 

Kellogg, Idaho (Mine) (91). 3:71 

Lincoln Heights, Ohio (Home for Aged) (10). 3:71 

Montreal, P.Q. (Club-Restaurant) ($7). 1:6 

Montreal, P.Q., (Restaurant) ($7). 3:73 

Osaka, Japan, (Cabaret) (118). 2:66 

Pleasantville, N.J. (Home-for-Aged) (10). 4:25 

Rosecrans, Wisc. (Home for Aged) (10). 3:71 

Sacramento, Calif. (Aircraft) (22). 3:74 

Sherborne, England (Mental Hospital) (30). 1:21 

Springfield, Ill. (Nursing Home) (10). 3:71 

Tyrone, Pa. (Hotel) (12). 3:73 

Weirton, W. Va. (Coke Oven) (19). 3:74 
LeaTHER Propucts PLANT Fire: 

New York, N.Y., Sept. 11, 1972. (2): 61 
LETTERS TO THE ASSOCIATION. 2:111; 3:111; 4:128; 5:144; 6:112 
Lewiston, ME.: 

Textile Products-Manufacturing Fire, Dec. 20, 1972. 3:61 
LicHTER, CIGARETTE: 

Fabric Ignition of Children, Survey. 2:106 

Flammable Fabric Incidents, Survey. 2:106 

Propane, Explosion. 4:68 
LIGHTNING: 

Cause of Explosion. 3:103 

Losses, 1972. 5:24 
Lincotn Herents, Ox10: 

Home-for-Aged Fire, Jan. 26, 1972. 3:71 
LocoMorIve: 

Diesel, Fire Prevention. 5:38 

Diesel, Safety Feature. 5:38 
Los ANGELEs, CALIF.: 

Dwe.uiine Finz, Dec. 25, 1972. 3:60 
Lower Menton, Pa.: 

Motor Vehicle Fire, Aug. 27, 1972. 2:59 
Lp-Gas: 

Lift Truck Fuel Ignited. 4:68 

Overfilled Cylinder Ruptured. 4:68 
LussBock, TeEx.: 

Furniture Plant Fire, June 7, 1972. 1:54 
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Macon, Ga.: 

Trash Fire, May 3, 1973. 5:75 
Mapison, Wisc.: 

Apartment Fire, Jan. 8, 1973. 5:21 
MaGNeEsiuM OxYCHLORIDE: 

Steel Insulation. 5:45 
Matzv, Cauir.: 

Recreational Vehicle Fire, April 7, 1973. 5:78 
Marietta, Ou10: 

Metalworking Plant Fire, Feb. 6, 1973. 4:67 


Marine Fire Sarety: 
National Commission Recommendations. 4:23 
Market, Va.: 
Dwelling Fire, April 1, 1973. 5:75 
MARYSVILLE, WASH.: 
Boat-Manufacturing Plant Fire, Aug. 25, 1972. 1:52 
MATCHES: 
Flammable Fabric Incidents, Survey. 2:106 
Mattocks, ELMEr O.: 
Chairman, NFPA Board, 1973-1974. 5:31 
McKeesport, Pa.: 
Hospital Fire, Jan. 7, 1972. 4:38 
Mempuis, TENN.: 
Smoking in Bed Fire Deaths. 3:10 
MENOMONIE, WIs.: 
Warehouse Fire, Jan. 4, 1973. 4:68 
METALWORKING PLANT FIRE: 
Alloys, Marietta, Ohio, Feb. 6, 1973. 4:67 
Aluminum Extrusion, Plant City, Fla., Aug. 21, 1972. 1:52 
Aluminum Extrusion, Sugargrove, Pa., Feb. 21, 1973. 4:67 
Floor Panels, Arbutus, Md., Aug. 22, 1972. 2:61 
Fort Worth, Tex., Nov. 22, 1972. 2:60 
Hardware, New Britain, Conn., Aug. 28, 1972. 1:51 
Iron Foundry, Nr. Union City, Tenn., April 8, 1973. 5:77 
Machine Tools, Glenview, Ili., Feb. 15, 1973. 5:78 
Stamping, Detroit, Mich., Oct. 6, 1972. 2:60 
Steel Fabricating, Milwaukee, Wis., Feb. 8, 1973. 4:67 
Steel Rolling, Weirton, W. Va., Aug. 9, 1972. 1:53 
Miami Beacu, Fua.: 
Restaurant Fire, Feb. 2, 1973. 5:133 
MILwavuKEE, Wis.: 
Metalworking Plant Fire, Feb. 8, 1973. 4:67 
Mine Fire: 
Kellogg, Idaho, May 2, 1972. 3:71 
Mosite Home Fire: 
Nr. Kennendale, Texas, Jan. 7, 1973. 6:44 
Tualatin, Oreg., April 15, 1973. 6:62 
Mosite Home Parks: 
NFPA No. 501A, National Commission Recommendations. 4:118 
Mosite Homes: 
NFPA No. 501B, National Commission Recommendations. 4:118 
Regulations, National Commission Recommendations. 4:118 
Mogsave, CAuir.: 
Cement Plant Fire, Sept. 29, 1972. 2:61 
MonneEx: 
Comparison Tests. 1:85 
MontTcomery, ALA.: 
Building Under Construction Fire, Dec. 29, 1972. 3:60 
Montreal, P.Q.: 
Restaurant Fire, Sept. 1, 1972. 1:6; 3:73 
Moror VEHICLE Fire: 
Boston, Mass., June 22, 1973. 6:42 
Lower Merion, Pa., Aug. 27, 1972. 2:59 
Motor VEHICLES: 
Autos, Standards, National Commission Recommendations. 4:22 
Halon 1301 Protection. 2:17 
Losses, 1972, 5:25 
Mount McK inuey NaTIonat Park, ALASKA: 
Hotel (Resort) Fire, Sept. 3, 1972. 4:41 
Mututen, C. Sutron: 
Director, NFPA, 1973-1976. 5:31 
MututipLe-DeaTH FirEs: 
Losses, 1972. 3:71 
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NASHVILLE, Ga.: 
Warehouse Fire, Nov. 28, 1972. 3:59 
NATIONAL AERONAUTICS AND SPACE ADMINISTRATION: 
Technology Transfer Activities. 3:40 
NATIONAL BuREAU oF STANDARDS: 
Combustibles in Nursing Homes, National Commission Recom- 
mendations. 4:119 
Corridor Tests. 3:41 
Fabric Ignition of Matches, Lighters, Survey of. 2:106 
Fire Fighter Equipment Needs, National Commission Recom- 
mendations. 4:15 
Fuel Load Study, National Commission Recommendations. 4:18 
Research Assessment, National Commission Recommendations. 
4:19 e 
Systems Approach to Fire Safety, National Commission Recom- 
mendations. 4:19 
NATIONAL COMMISSION ON FIRE PREVENTION AND CONTROL: 
Editorial. 4:5 
Excerpts from Report. 4:6 
Implementing its Recommendations. 4:107 
NATIONAL FrrE ACADEMY: 
Arson Information Dissemination, Proposed. 4:15 
Division of U.S. Fire Administration, Proposed. 4:15 





Duties, Proposed. 4:15 
Federal Financial Support, Proposed. 4:15 
National Commission Recommendations. 4:15 
NATIONAL ScrENCE FounDATION: 
Fire Fighter Equipment Needs, National Commission Recommend- 
ations. 4:15 
NEC anp You, Tue: 
Aluminum Conductors and Wiring Devices. 5:68 
Grounding and Bonding for Safety, Part 1. 3:104 
Grounding and Bonding for Safety, Part 2. 4:29 
Grounding Electrodes. 6:53 
Joint Investigation of Fires. 2:29 
NETHERLANDS: 
Fire Statistics, 1972. 6:50 
NeEvapa: 
Nursing Home Regulations. 3:111 
New Bairarn, Conn.: 
Metalworking Plant Fire, Aug. 28, 1972. 1:51 
New Orveans, La.: 
Office Building Fire, Nov. 29, 1872. 3:6 
New Sours Wates, AUSTRALIA: 
Variety Store Fire, Oct. 12, 1972. 5:76 
New York Crry, Ranp InstTiTUTeE: 
Improving Deployment of Fire Fighting Resources. 4:42 
New York, N.Y.: 
Adaptive Fire Company Response. 4:44 
Improving Deployment of Fire Fighting Resources. 4:42 
Leather Products Plant Fire, Sept. 11, 1972. 2:61 
New ZEALAND: 
Fire Statistics, 1972. 6:50 
Newark, N.J.: 
Abandoned Building Fire Study. 2:24 
Newport Beacu, Catir.: 
Electrical Equipment Manufacturing Plant Fire, Sept. 25, 1972. 
2:62 
NFPA: 
Auditor's Report, 1972. 3:22 
Effect of Federal Fire Regulations on. 2:5 
Systems Approach to Fire Safety, National Commission Recom- 
mendations. 4:19 
NFPA Apvisory MEMBER CouncIL: 
Authorized. 5:59 
NFPA ANNUAL MEETING, SEVENTY-SEVENTH: 
Aviation Seminar. 5:36 
Electrical Section. 5:40 
Extinguishants, Systems. 5:45 
Final General Session. 5:48 
Fire Loss Experience Reports. 5:47 
Fire Marshals Association. 5:33 
Fire Research Session No. 1. 5:43 
Fire Research Session No. 2. 5:44 
High-Rise Fire Defenses. 5:41 
Hospital Fire Safety Session. 5:41 
Industrial Fire Protection Section. 5:34 
Opening General Session. 5-30 
Railroad Section. 5:38 
SFPE Annnal Meeting. 5:46 
SFPE Seminar No. 1. 5:47 
SFPE Seminar No. 2. 5:47 
NFPA Boarp or Direcrors MEETINGS: 
Newton, Mass., June 26, 1973. 5:57 
Ponte Vedra Beach, Fla., Dec. 12, 1972. 2:44 
St. Louis, Mo., May 13, 1973. 5:57 
NFPA Copes, STanparps, Erc.: 
No. 1L, Withdrawn, 1973. 5:61 
No. 10, 1973 Revisions. 5:91 
No. 10A, 1973 Revisions. 5:91 
No. 11, 1973 Revisions. 5:87 
No. 11B, Official Adoption, 1973. 5:87 
No, 12, 1973 Revisions. 5:84 
No. 12A, 1973 Revisions. 5:88 
No, 12B, 1973 Revisions. 5:88 
No. 13, 1973 Revisions. 5:82 
. 13E, 1973 Revisions. 5:92 
. 14, 1973 Revisions. 5:92 
. 15, 1973 Revisions. 5:92 
. 17, 1973 Revisions. 5:85 
. 19, 1973 Revisions. 5:86 
. 19A-T, Tentative Adoption, 1973. 5:86 
. 24, 1973 Revisions. 5:92 
. 30, 1973 Revisions. 5:87 
. 33, 1973 Revisions. 5:86 
. 36, 1973 Revisions. 5:87 
. 43A, Official Adoption, 1973. 5:84 
. 44A, Official Adoption, 1973. 5:84 
. 45, Proposed Tentative, 1973. 2:39 
. 45-PT, Withdrawal, 1973. 5:84 
. 46, 1973 Revisions. 5:88 
. 46A, 1973 Revisions. 5:88 
. 47, 1973 Revisions. 5:88 
. 49, 1973 Revisions. 5:84 
. 50, 1973 Revisions. 5:90 
. 50A, 1973 Revisions. 5:90 


. 50B, 1973 Revisions. 5:90 

. 51, 1973 Revisions. 5:90 

. 51A, 1973 Revisions. 5:90 

. 56A, 1973 Revisions. 5:88 

. 56B, 1973 Revisions. 5:89 

. 56C, 1973 Revisions. 5:89 

. 56F, 1973 Revisions. 5:90 

. 56G-T, Tentative Adoption, 1973. 5:88 

. 56HM, Official Adoption, 1973. 5:89 

. 57, 1973 Revisions. 5:91 

. 59, Responsibility Changed. 2:46 

. 60, Official Adoption, 1973. 5:85 

. 61A, 1973 Revisions. 5:85 

. 61B, 1973 Revisions. 5:85 

. 61C, Official Adoption, 1973. 5:85 

. 61D, Official Adoption, 1973. 5:85 

. 65, 1973 Revisions. 5:85 
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